Brief comment text:

 I hope that the FCC will approve the new Amateur Radio freq.band of 5.250 to5.400 Mhz since this band will help eliminating the communications gap betweenthe bands of 7.0 to 7.3 Mhz and the band of 3.5 Mhz to 4 Mhz . Approving thisnew band (5.25 to 5.40 Mhz) will help communications during emergencyconditions.
